To:  Donna  Spangler[dspangler@utah.gov] 

Cc:  llamb@utah.gov[llamb@utah.gov];  Faulk,  Libby[Faulk. Libby@epa.gov] 

From:  Kim  Shelley 

Sent:  Tue  8/11/2015  2:01:17  PM 

Subject:  Re:  Gold  King  Mine  spill 

Hi  Donna, 

UDEM  has  not  established  an  incident  command  center  in  Utah,  yet.  Speaking  with  them 
yesterday,  they  are  on  standby,  and  if  conditions  in  Utah  warrant  a command  center,  they  will 
act. 

I'm  not  aware  of  EPA's  plans. 

I hope  that  helps. 

Kim 


On  Tue,  Aug  1 1,  2015  at  7:53  AM,  Donna  Spangler  <dspangler@utah.gov>  wrote: 

Do  you  know  if  there's  plans  for  EPA  to  set  up  a incident  command  center? 

Forwarded  message 

From:  Aimee  Edwards  <edwards@utah.gov> 

Date:  Tue,  Aug  1 1,  2015  at  7:42  AM 

Subject:  Fwd:  Gold  King  Mine  spill 

To:  "Spangler,  Donna"  <dspangler@utah.gov> 


Thank  you  for  your  help! 
Aimee 


Forwarded  message 

From:  Emma  Penrod  <epenrod@,sltrib.com> 
Date:  Mon,  Aug  10,  2015  at  5:31  PM 
Subject:  Gold  King  Mine  spill 
To:  Aimee  Edwards  <edwards@utah.gov> 


Hi  Aimee, 

We  just  wanted  to  run  a quick  question  by  the  governor's  office.  The  other  states  affected  by 
the  spill,  Colorado  and  New  Mexico,  have  set  up  mobile  command  centers  that  are  hosting 
regular  public  information  sessions  for  residents  with  concerns.  These  centers  are  officially 
hosted  by  the  EPA,  but  the  states  themselves  have  been  actively  involved  with  them  as  well. 
Do  you  know  if  there  are  any  plans  to  set  up  such  a venue  — or  even  some  other  kind  of 
public  meeting  — in  Utah? 
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Many  thanks  in  advance, 


Emma  Penrod 
The  Salt  I ake  Tribune 

801-257-8790 

@EmaPen 


DONNA  KEMP  SPANGLER  | Communications  Director 
Utah  Department  of  Environmental  Quality 
801,536,4484  | 801.554.4944  | dspanaler@utah.gov 
dea.utah.Qov/.QQv  I facebook  | twitter 


Kim  Shelley,  Manager 
UPDES  Engineering  Section 

Utah  Division  of  Water  Quality 
195  North  1950  West 
PO  Box  144870 

Salt  Lake  City,  Utah  841 14-4870 
801.536.4385 
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